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INTRODUCTION 


This  directory  provides  the  names  of  individuals  who  possess 
qualifications  to  evaluate  the  energy  use  of  buildings  under  the 
Schools,  Hospitals,  Local  Government  Buildings  and  Public  Care 
Facilities  Program  (often  called  the  schools  and  hospitals  program, 
for  short)  of  the  National  Energy  Conservation  Policy  Act  of  1978 
(P.L.  95-619). 

The  schools  and  hospitals  program  will  provide  qualified  institu- 
tions up  to  50  percent  of  the  funding  for  activities  which  reduce  the 
consumption  of  energy  from  conventional  sources.  The  Energy  Divi- 
sion of  the  Montana  Department  of  Natural  Resources  and  Conser- 
vation (DNRC),  32  South  Ewing,  Helena,  MT  59601,  can  tell  you  more 
about  the  program,  whether  your  building  qualifies,  and  how  you 
can  apply. 

To  apply  for  a grant  from  the  schools  and  hospitals  program,  an  in- 
stitution must  perform  a preliminary  energy  audit  (PEA)  on  its 
building.  A PEA  involves  completing  a questionnaire  available  from 
the  DNRC  Energy  Division.  The  questionnaire  covers  such  things  as 
building  size,  type  of  fuel,  and  rate  of  energy  use.  Although  you  may 
contract  an  individual  listed  in  this  directory  to  perform  a PEA, 
anyone  familiar  with  the  building  can  perform  the  audit. 

When  the  building  has  been  accepted  into  the  schools  and 
hospitals  program,  financial  assistance  will  be  provided  to  perform 
an  energy  audit  (EA)  which  evaluates  the  energy  efficiency  of  the 
building’s  operation  and  maintenance.  An  EA  includes  an  examina- 
tion of  the  building  and  a report  that  includes: 

1)  Operating  changes  or  maintenance  actions  that  might  im- 
prove the  building’s  energy  efficiency; 

2)  Need  for  energy  conservation  measures  that  would  require 
capital  outlays;  and 

3)  Initial  assessments  of  the  building’s  ability  to  use 
renewable  energy. 
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DNRC  encourages  institutions  participating  in  the  program  to  have 
members  of  their  staffs  perform  EAs,  although  individuals  so  in- 
dicated in  the  directory  may  be  hired  to  perform  EAs.  The  individual 
performing  the  EA  must,  however,  attend  a DNRC  energy  auditor 
training  workshop  (which  is  free)  and  cannot  be  the  person  who  ac- 
tually operates  the  building’s  systems  involved  in  the  EA.  Several  in- 
stitutions may  want  to  cooperate  by  sending  a single  individual  to  a 
workshop  to  qualify  him  to  perform  an  EA  on  each  institution’s 
building. 

An  institution  that  implements  the  operation  and  maintenance  ac- 
tions suggested  in  the  EA  report  is  eligible  for  a technical 
assistance  grant.  Technical  assistance  involves  a detailed  profes- 
sional analysis  of  a building  which  determines  the  potential  for  con- 
serving energy  and  converting  to  a renewable  energy  source. 
Technical  assistance  may  only  be  provided  by  a registered  profes- 
sional engineer  or  an  engineer-architect  team.  In  either  case,  they 
must  have  experience  in  energy  conservation  matters. 

Although  DNRC  has  verified  that  individuals  listed  in  this  directory 
who  claim  to  be  engineers  or  architects  are  licensed  professionals, 
claims  of  experience  made  by  these  individuals  have  not  been 
verified.  DNRC  cannot  be  held  responsible  for  unsatisfactory  ser- 
vice that  might  be  provided  by  an  individual  listed  in  this  directory. 
An  institution  that  wants  a professional  to  perform  a PEA  or  an  EA 
or  provide  technical  assistance  should  contact  several  profes- 
sionals, compare  the  ability  and  price  of  each,  and  select  the 
auditor  best  suited  to  the  institution’s  requirements. 
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The  individual  listings  are  arranged  in  this  directory  by  city  and  the 
cities  are  arranged  in  alphabetical  order. 


Billings 5 

Bozeman 19 

Butte 21 

Florence 23 

Great  Falls 24 

Hamilton 28 

Helena 29 

Kalispell 32 

Livingston 34 

Missoula 35 

Spokane,  Washington 38 


The  following  code  is  used  to  indicate  the  services  each  individual 
may  provide: 

PEA  — preliminary  energy  audit 
EA  —energy  audit 
TA  —technical  assistance 

TA*  —technical  assistance  if  working  in  conjunction 
with  a registered  engineer 
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BILLINGS 


Gerald  T.  Baker 
P.O.  Box  1456 

Billings,  MT  59103  PEA,  EA,  TA 

Phone:  (406)  248-7455  (work)  (406)  656-5249  (home) 


Occupation: 
Firm  Name: 

Mechanical  engineer 
CTA  Architects  Engineers 

Experience: 

He  is  actively  involved  in  the  design,  specification,  and  inspection  of 
heating,  ventilating,  air  conditioning,  temperature  control  systems, 
and  active  and  passive  solar  systems. 

Jim  Bauer 
P.O.  Box  31318 

Billings,  MT  59107  PEA,  EA,  TA* 

Phone:  (406)  245-6354  (work)  (406)  248-1007  (home) 


Occupation: 
Firm  Name: 

Architect 
HKM  Associates 

Experience: 

He  has  prepared  plans  and  specifications  for  renovation  of  existing 
buildings  to  reduce  energy  consumption,  has  designed  buildings  to 
best  utilize  passive  solar  gain,  and  has  designed  active  and  passive 
solar  applications  including  an  earth  sheltered  structure. 

W.  J.  Bennington 
Box  1456 

Billings,  MT  59103  PEA,  EA,  TA 


Phone: 
Occupation: 
Firm  Name: 
Experience: 

(406)  248-7455  (work)  (406)  245-7458  (home) 

Architect/engineer 

CTA  Architects  Engineers 

He  has  been  in  charge  of  building  engineering  and  construction 
since  1950  in  all  building  types,  with  emphasis  on  offices,  educa- 
tional facilities,  and  medical  facilities. 

-5- 


BILLINGS  (continued) 


R.  Wayne  Berry 
Box  1456 


Billings,  MT  59103 


PEA,  EA,  TA 


Phone: 
Occupation: 
Firm  Name: 
Experience: 


(406)  248-7455  (work)  (406)248-6418  (home) 

Mechanical  engineer 
CTA  Architects  Engineers 

He  has  been  the  director  of  mechanical  engineering  since  1956  for 
CTA  Architects  Engineers,  and  has  supervised  design  and  con- 
struction of  heating,  cooling,  plumbing,  fire  escape  and  solar 
systems. 


Ralph  L.  Cole 
2930  Grand  Ave. 

Billings,  MT  59102  PEA,  EA,  TA* 


Phone: 
Occupation: 
Firm  Name: 
Experience: 


(406)  656-8140  (work)  (406)  259-1619  (home) 

Architect 
Self  employed 

He  has  been  a practicing  architect  since  1957  and  is  involved  in  the 
design  of  building  systems  and  building  operations,  including 
operation  of  environmental  systems. 


Tim  Coleman 
1127  Alderson  Avenue 

Billings,  MT  59102  PEA,  EA,  TA 

Phone:  (406)  252-4113  (work)  (406)  656-2947  (home) 

Occupation:  Mechanical  engineer 

Firm  Name:  Associated  P & C Engineers,  Inc. 

Experience:  He  has  three  years  experience  in  the  design,  layout  and  energy  use 

analysis  of  heating,  ventilating,  and  air  conditioning  systems. 
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BILLINGS  (continued) 


Jonathan  E.  Coxwell 
3111  1st  Ave.  N. 

Billings,  MT  59101  PEA,  EA,  TA* 

Phone:  (406)  245-0947  (work)  (406)  245-7343  (home) 

Occupation:  Architect 

Firm  Name:  Coxwell  Architects 

Experience:  He  has  experience  in  all  areas  of  general  architecture  including 

mechanical  and  electrical  building  systems,  and  energy  conserva- 
tion design. 


Harry  T.  Dorsey 

2632  Cook  Ave. 

P.O.  Box  599 

Billings,  MT  59102  PEA,  EA,  TA 

Phone:  (406)  248-7455  (work)  (406)  656-2033  (home) 

Occupation:  Sanitary  engineer 

Firm  Name:  CTA  Architects  Engineers-Engineering  West 

Experience:  He  has  been  actively  involved  in  the  design  of  building  systems  dur- 

ing the  past  thirty  years.  His  designs  include  heating,  ventilating, 
air  conditioning  and  other  mechanical  systems  in  addition  to  elec- 
trical and  structural  designs. 


Vernon  L.  Drake 
11  East  Airport  Rd. 

Billings,  MT  59101  PEA,  EA,  TA* 

Phone:  (406)  245-6483  (work)  (406)  252-3024  (home) 

Occupation:  Architect 

Firm  Name:  Drake,  Gustafson  & Assoc.,  Architects 

Experience:  He  has  thirty-three  years  experience  in  design,  engineering,  and 

specification  for  buildings  ranging  from  single  family  residences  to 
multi-story  schools  and  commercial  buildings. 
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BILLINGS  (continued) 


Lewy  Evans,  Jr. 

935  Grand  Ave. 

Billings,  MT  59102  PEA,  EA,  TA* 

Phone:  (406) 252-8800  (work)  (406) 252-3791  (home) 


Occupation: 
Firm  Name: 

Architect 

Evans  and  Associates 

Experience: 

He  has  been  practicing  architecture  since  1954  and  is  experienced 
in  all  areas  of  design  and  construction  of  residential  and  commercial 
buildings. 

Arthur  N.  Fust 
P.O.  Box  20097 

Billings,  MT  59104  PEA,  EA,  TA 

Phone:  (406)  252-4113  (work)  (406)  248-7747  (home) 


Occupation: 
Firm  Name: 

Mechanical  systems  design  engineer 
Associated  Engineers 

Experience: 

He  has  ten  years  experience  designing  heating,  ventilating,  and  air 
conditioning,  process,  and  solar  systems  for  a variety  of  building 
types.  He  has  worked  for  consulting  engineering  firms  in  Montana 
and  North  Dakota. 

John  L.  Gow 
2020  Grand  Avenue 

Billings,  MT  59102  PEA,  EA,  TA 

Phone:  (406)  656-6000  (work) 


Occupation: 
Firm  Name: 

Hydraulic  engineer  and  engineering  dept,  manager 
Christian,  Spring,  Sielback  & Associates 

Experience: 

He  has  experience  in  the  design  and  installation  of  mechanical, 
electrical,  and  structural  systems  in  residential  and  commerical 
structures. 
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BILLINGS  (continued) 


Dan  Gradle 
P.O.  Box  20097 

Billings,  MT  59104  PEA,  EA,  TA 

Phone:  (406)  252-4113  (work)  (406)  252-3616  (home) 

Occupation:  Chemical  engineer 

Firm  Name:  Associated  P & C Engineers,  Inc. 

Experience:  He  has  seven  years  experience  in  plant  management  including 

study  and  supervision  of  electrical  power,  steam,  water,  and  com- 
pressed air  plants. 


Orval  Graham 
644  Grand  Ave. 
Billings,  MT  59102 

PEA,  EA,  TA 

Phone: 

(406)  245-6363  (work) 

(406)  259-4783  (home) 

Occupation: 

Architect-engineer 

Firm  Name: 

Johnson-Graham  Associates 

Experience: 

He  has  thirty-six  years  experience  in  design  of  all  building  systems 
including  mechanical,  structural  and  electrical  systems.  He  has 
been  responsible  for  many  major  construction  projects  throughout 
Montana. 

F.  Wayne  Gustafson 
11  E.  Airport  Road 
Billings,  MT  59101 

PEA,  EA,  TA* 

Phone: 

(406)  245-6483  (work) 

(406)  259-2938  (home) 

Occupation: 

Architect 

Firm  Name: 

Drake,  Gustafson  & Assoc. 

Experience: 

He  has  twenty-six  years  experience  in  architecture,  engineering, 
and  construction.  He  has  been  responsible  for  design  of  a full  range 
of  building  types  for  private,  public  and  governmental  agencies. 
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BILLINGS  (continued) 


Charles  Dale  Hall 
P.O.  Box  1456 

Billings,  MT  59103  PEA,  EA,  TA 


Phone:  (406)  248-7455  (work)  (406)  248-6744  (home) 

Occupation:  Architect/engineer 


Firm  Name:  CTA  Architects  Engineers 

Experience:  He  has  twenty-seven  years  experience  in  the  design  of  building 

systems  including  all  structural,  electrical  and  mechanical  systems 
in  both  public  and  private  buildings. 


H.  S.  Hanson 
1629  Avenue  D 

Billings,  MT  59102  PEA,  EA,  TA 


Phone:  (406)  259-7300  (work)  (406)  252-0013  (home) 


Occupation:  Electrical  engineer 

Firm  Name:  Energy  Conservation  Consultants  (Division  of  Qon’eer  Engineering) 

Experience:  He  is  the  founder  and  past  president  of  Con’eer  Engineering,  Inc. 

He  has  over  twenty  years  experience  in  electrical  and  mechanical 
system  design  for  all  types  of  buildings.  Presently  he  is  specializing 
in  alternate  energy  sources  and  conservation  of  energy. 


Edwin  P.  Hilger 
1629  Avenue  D,  Suite  7C 

Billings,  MT  59102  PEA,  EA,  TA 

Phone:  (406)  252-3237  (work)  (406)  259-8432  (home) 

Occupation:  Principal  and  design  engineer 

Firm  Name:  Con’eer  Engineering,  Inc. 

Experience:  He  has  a wide  range  of  experience  in  heating,  ventilating,  and  air 

conditioning  design  for  residential  and  commercial  structures. 
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BILLINGS  (continued) 


Willard  D.  Johnson 
644  Grand  Ave. 

Billings,  MT  59101  PEA,  EA,  TA* 


Phone:  (406)  245-6363  (work)  (406)  656-5235  (home) 

Occupation:  Architect 


Firm  Name:  Johnson-Graham  Associates 

Experience:  He  has  twenty-eight  years  experience  in  the  field  of  achitecture  and 

is  presently  the  president  of  Johnson-Graham  Associates.  He  is  in- 
volved in  all  phases  of  architectural  design. 


LeRoy  D.  Johnston 

644  Grand  Ave. 

Billings,  MT  59101  PEA,  EA,  TA* 

Phone:  (406)  245-6363  (work)  (406)  248-5009  (home) 

Occupation:  Architect 

Firm  Name:  Johnson-Graham  Associates  Architects-Engineers-Planners 

Experience:  He  is  actively  involved  in  all  areas  of  architectural  design  including 

heating,  ventilating,  air  conditioning  systems  and  other  mechanical 
and  electrical  building  systems.  Recently  he  has  designed  solar 
heating  and  air  conditioning  systems  for  various  buildings. 


F.  Edward  Jones 
P.O.  Box  1456 

Billings,  MT  59103  PEA,  EA,  TA 


Phone:  (406)  348-7455  (work)  (406)  248-1339  (home) 


Occupation:  Architect/engineer 

Firm  Name:  CTA  Architects  Engineers 

Experience:  He  has  twenty-five  years  experience  in  the  design  of  buildings,  in- 

cluding the  design  of  mechanical,  electrical  and  structural  systems 
in  nearly  all  types  of  public  and  private  projects. 
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BILLINGS  (continued) 


Allen  E.  Kassion 
P.O.  Box  20097 

Billings,  MT  59104  PEA,  EA,  TA 

Phone:  (406)  252-4113  (work)  (406)  656-7608  (home) 

Occupation:  Mechanical  engineer 

Firm  Name:  Associated  P & C Engineers,  Inc. 

Experience:  He  has  twenty-four  years  experience  designing  mechanical  systems 

in  buildings. 


Gary  D.  Larsen 
P.O.  Box  31154 

Billings,  MT  59107  PEA,  EA,  TA* 

Phone:  (406)  259-1490  (work)  (406)  656-8584  (home) 

Occupation:  Architect 

Firm  Name:  Technical  Design 

Experience:  He  has  twelve  years  experience  in  architectural  design  including 

design  of  building  systems  for  multi-million  dollar  commercial  struc- 
tures. 


James  H.  LeBar 
644  Grand  Ave. 

Billings,  MT  59201  PEA,  EA,  TA* 

Phone:  (406)  245-6363  (work)  (406)  252-6461  (home) 

Occupation:  Architect 

Firm  Name:  Johnson-Graham  Associates 

Experience:  He  has  twenty-six  years  experience  in  project  development  and 

specification  writing.  He  is  familiar  with  the  design  of  all  building 
systems. 
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BILLINGS  (continued) 


Richard  C.  Lee 

1629  Avenue  D,  Suite  7C 

Billings,  MT  59102  PEA,  EA,  TA 

Phone:  (406)  252-3237  (work)  (406)  259-6171  (home) 

Occupation:  Mechanical  engineer 

Firm  Name:  Con’eer  Engineering,  Inc. 

Experience:  He  has  over  eighteen  years  experience  in  design  of  heating,  ven- 

tilating, air  conditioning  systems  and  has  recently  been  involved  in 
the  design  and  installation  of  solar  heating  and  cooling  systems. 


Gary  R.  Levine 
2608  Wyoming 

Billings,  MT  59102  PEA,  EA,  TA* 

Phone: 

(406)  245-6483  (work)  (406)  652-1388  (home) 

Occupation: 

Architect 

Firm  Name: 

Drake,  Gustafson  & Associates 

Experience: 

He  has  been  responsible  for  design,  engineering  and  specifications 
for  buildings  ranging  from  single  family  residences  to  large  com- 
mercial buildings  in  California  and  Montana. 

William  M.  Lynch 
1629  Avenue  D,  Suite  7C 
Billings,  MT  59102 

PEA,  EA,  TA 

Phone: 

(406) 252-3237  (work) 

(406)  248-6352  (home) 

Occupation: 

Design  engineer 

Firm  Name: 

Con’eer  Engineering,  Inc. 

Experience: 

During  the  past  seven  years  he  has 
specification,  and  inspection  of  heating, 
tioning  systems. 

been  involved  in  design, 
ventilating,  and  air  condi- 
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BILLINGS  (continued) 


Richard  Lee  Nixon 
32  Antelope  Trail 

Billings,  MT  59101  PEA,  EA,  TA* 

Phone:  (406)  245-6483  (work)  (406)  259-4657  (home) 

Occupation:  Architect 

Firm  Name:  Drake,  Gustafson  & Associates 

Experience:  He  has  worked  in  all  phases  of  building  design  and  construction 

during  the  past  fifteen  years.  Building  designs  have  included 
residential,  commercial,  and  public  structures. 


William  J.  Ottem,  Jr. 

644  Grand  Ave. 

Billings,  MT  59102  PEA,  EA,  TA* 


Phone: 
Occupation: 
Firm  Name: 
Experience: 


(406)  245-6565  (work)  (406)  252-4370  (home) 

Architect 

Johnson-Graham  Associates 

He  has  twenty-five  years  experience  in  architectural  practice  in- 
cluding design  of  mechanical,  structural,  and  electrical  systems. 


Robert  S.  Parlato 

928  Broadwater  Ave.-Suite  13D 

Billings,  MT  59101  PEA,  EA,  TA 


Phone: 
Occupation: 
Firm  Name: 
Experience: 


(406)  248-4165  (work)  (406)  656-1802  (home) 

Civil  engineer-construction  manager 
Zeus  Construction  Management 

He  has  ten  years  experience  in  the  installation,  modification,  and 
start-up  of  all  systems  for  commercial  building  construction,  in- 
cluding remodeling  and  new  construction. 
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BILLINGS  (continued) 


Martin  L.  Peterson 
P.O.  Box  20097 

Billings,  MT  59104  PEA,  EA,  TA 


Phone: 
Occupation: 
Firm  Name: 
Experience: 


(406)  252-4113  (work)  (406)  248-3454  (home) 

Electrical  engineer 
Associated  P & C Engineers,  Inc. 

He  has  two  years  experience  designing  electrical,  heating,  ven- 
tilating, and  air  conditioning  systems  for  commercial,  residential, 
and  institutional  buildings. 


Dennis  D.  Powers 
2915  Stinson  Ave. 

Billings,  MT  59102  PEA,  EA,  TA* 


Phone:  (406)  245-6483  (work)  (406)  652-2585  (home) 

Occupation:  Architect 

Firm  Name:  Drake-Gustafson  & Assoc. 


Experience:  He  has  six  years  experience  in  architectural  practice  including 

building  design  and  design  of  heating,  ventilating,  and  air  condi- 
tioning systems. 


R.  L.  Prussing 
P.O.  Box  20097 

Billings,  MT  59104  PEA,  EA,  TA 

Phone:  (406)  252-4113  (work)  (406)  259-2577  (home) 

Occupation:  Mechanical  engineer 

Firm  Name:  Associated  P & C Engineers,  Inc. 

Experience:  He  has  thirty-two  years  experience  as  a mechanical  engineer  in- 

cluding design  of  heating,  ventilating,  air  conditioning  and  other 
mechanical  systems  in  buildings. 
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BILLINGS  (continued) 


Roger  Reich 
P.O.  Box  31318 

Billings,  MT  59107  PEA,  EA,  TA 


Phone: 
Occupation: 
Firm  Name: 
Experience: 


(406)  245-6351  (work)  (406)  656-7408  (home) 

Mechanical  engineer 
HKM  Associates 

He  has  designed  mechanical  systems  for  residential  and  commercial 
buildings  including  retrofits  of  government  and  school  buildings. 


Roger  Roe 
5811  Mared  Street 
Billings,  MT  59102 

PEA,  EA,  TA 

Phone: 

(406)  252-3237  (work)  (406)  656-8153  (home) 

Occupation: 

Mechanical  engineer 

Firm  Name: 

Con’eer  Engineering,  Inc. 

Experience: 

He  has  been  involved  in  the  design  and  inspection  of  mechanical 
systems,  especially  heating,  ventilating,  and  air  conditioning 
systems,  for  commercial,  industrial,  institutional,  and  residential 
buildings  during  the  past  seventeen  years. 

Charles  W.  Sumner 
644  Grand  Ave. 
Billings,  MT  59101 

PEA,  EA,  TA* 

Phone: 

(406) 245-6363  (work)  (406) 259-7091 

(home) 

Occupation: 

Architect 

Firm  Name: 

Johnson-Graham  Associates 

Experience: 

He  is  presently  in  charge  of  production  of  contract  documents  for 
Johnson-Graham  Associates.  He  has  fifteen  years  experience  in 
structural  and  mechanical  engineering. 
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BILLINGS  (continued) 


Terrell  R.  Thomas 
644  Grand  Ave. 

Billings,  MT  59101  PEA,  EA,  TA* 

Phone:  (406)  245-6363  (work)  (406)  656-9466  (home) 

Occupation:  Architect 

Firm  Name:  Johnson-Graham  Associates 

Experience:  He  has  designed  mechanical  systems  for  various  residential,  com- 

mercial, and  industrial  builings  including  heating,  ventilating,  and 
air  conditioning  systems. 


Eugene  J.  Vogl 
644  Grand  Ave. 

Billings,  MT  59102  PEA,  EA,  TA* 

Phone: 

(406)  245-6363  (work)  (406)  248-3291  (home) 

Occupation: 

Architect 

Firm  Name: 

Johnson-Graham  Associates 

Experience: 

He  is  responsible  for  construction  and  contract  administration  at 
Johnson-Graham  Associates  and  has  experience  in  design  of 
mechanical,  electrical,  and  structural  systems  for  residential  and 
commericial  buildings. 

Charles  K.  Woody 
644  Grand  Ave. 

Billings,  MT  59101  PEA,  EA,  TA* 

Phone: 

(406)  245-6363  (work)  (406)  656-9619  (home) 

Occupation: 

Architect 

Firm  Name: 

Johnson-Graham  Associates 

Experience: 

He  is  experienced  in  all  phases  of  architectural  design  including 
heating,  ventilating,  air  conditioning  systems  and  other  electrical 
and  mechanical  systems. 
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BILLINGS  (continued) 


LeRoy  D.  Zuck 
1607  Alderson  Ave. 

Billings,  MT  59102  PEA,  EA,  TA 

Phone:  (406)  248-8543  (work)  (406)  656-4732  (home) 

Occupation:  Civil  engineer 

Firm  Name:  Zuck-Peterson  & Co. 

Experience:  He  has  prepared  plans  and  specifications  for  six  buildings,  in- 

cluding modifying  and  expanding  existing  heating  systems. 
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BOZEMAN 


Oswald  Berg,  Jr. 

1119  North  Seventh  Ave. 

Bozeman,  MT  59715  PEA,  EA,  TA* 


Phone: 

(406)  586-5925  (work)  (406)  586-2501  (home) 

Occupation: 
Firm  Name: 

Architect 
B G S Architects 

Experience: 

He  has  thirty-one  years  experience  in  designing  buildings  and 
building  systems.  Projects  he  has  directed  include  all  building  types 
and  vary  in  size  up  to  multi-million  dollar  commercial  buildings. 

William  R.  Martindale 
35  Gardiner  Park  Dr. 

Bozeman,  MT  5971 5 PEA,  EA,  TA 


Phone: 

(406)  587-2660  (work)  (406)587-8154  (home) 

Occupation: 
Firm  Name: 

Mechanical  engineer 

Montana  Engineering  Associates,  Inc. 

Experience: 

He  taught  in  the  mechanical  engineering  department  at  Montana 
State  University  for  two  years  and  has  worked  as  a consulting 
engineer  during  the  past  three  years.  He  has  published  studies  of 
residential  energy  consumption  patterns  and  energy  audit  pro- 
cedures, and  has  researched  solar  systems. 

Ronald  L.  Mussulman 
35  Gardiner  Park  Drive 

Bozeman,  MT  59715  PEA,  EA,  TA 


Phone: 

(406)  587-2660  (work)  (406)  587-0967  (home) 

Occupation: 
Firm  Name: 

Mechanical  engineer 

Montana  Engineering  Associates,  Inc. 

Experience: 

He  taught  in  the  mechanical  engineering  department  at  Montana 
State  University  for  two  years  and  has  worked  as  a consulting 
engineer  for  the  past  six  years.  He  has  published  research  and 
design  of  solar  systems,  and  energy  audit  procedures. 

•19- 


BOZEMAN  (continued) 


Lowell  W.  Springer 
109  East  Main 

Bozeman,  MT  59715  PEA,  EA,  TA* 

Phone:  (406)  587-5763  (work)  (406)  587-8547  (home) 

Occupation:  Architect 

Firm  Name:  Olson-Springer  Group,  Architects  & Land  Use  Planners 

Experience:  He  has  eight  years  experience  in  architectural  practice  including 

design  of  mechanical  and  electrical  building  systems. 


Robert  O.  Warrington 
35  Gardiner  Park  Dr. 

Bozeman,  MT  59715  PEA,  EA,  TA 


Phone:  (406)  587-2660  (work)  (406)  587-7987  (home) 

Occupation:  Mechanical  engineer 


Firm  Name:  Montana  Engineering  Associates,  Inc. 

Experience:  He  taught  in  the  mechanical  engineering  department  at  Montana 

State  University  for  three  years  and  has  worked  as  a consulting 
engineer  during  the  past  three  years.  He  has  published  research 
and  design  of  solar  systems  and  energy  audit  procedures. 
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BUTTE 


Vincent  G.  Aanes 
P.O.  Box  K 

209  South  Montana  St. 

Butte,  MT  59701  PEA,  EA,  TA* 

Phone:  (406)  792-5598  (work)  (406)  792-6493  (home) 

Occupation:  Architectural  engineer 

Firm  Name:  Aanes  & Mathews  Architects 

Experience:  He  has  been  involved  in  the  design  and  construction  of  buildings 

since  1955. 


Robert  C.  Bishop 
1008  W.  Galena  St. 

Butte,  MT  59701  PEA,  EA,  TA* 


Phone:  (406) 792-4788  (work) 

Occupation:  Architect 

Firm  Name:  Architectural  Associates 


(406)  7 92-7228  (home) 


Experience:  During  the  past  eighteen  years  he  has  been  involved  in  the  struc- 

tural, mechanical,  and  electrical  design  of  residential,  commercial, 
and  industrial  buildings. 


Harold  P.  Godtland 
1400  E.  Second  St. 

P.O.  Box  3238 

Butte,  MT  59701  PEA,  EA,  TA* 

Phone:  (406)  723-7011  (work)  (406)  723-8460  (home) 

Occupation:  Architect 

Firm  Name:  Harold  P.  Godtland,  Inc. 

Experience:  He  has  designed  building  systems  for  the  past  twenty-eight  years. 
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BUTTE  (continued) 


Charles  A.  Kestle 
2501 -A  Harrison  Ave. 

Butte,  MT  59701  PEA,  EA,  TA 


Phone:  (406)  723-6604  (work)  (406)  732-7339  (home) 

Occupation:  Architectural  engineer 

Firm  Name:  Charles  A.  Kestle  A.I.A.  and  Associates 


Experience:  He  has  engaged  in  architectural  and  engineering  consulting  practice 

for  the  past  twenty-eight  years  in  all  areas  of  architectural,  struc- 
tural, mechanical,  and  electrical  building  systems. 


Robert  D.  Maguire 
1000  Caledonea 

Butte,  MT  59701  PEA,  EA,  TA 


Phone:  (406)  723-5471  (work) 

Occupation:  Mechanical  engineer 

Firm  Name:  Western  Iron  Works 


(406)  723-5944  (home) 


Experience:  He  has  twenty-six  years  experience  in  the  practice  of  mechanical 

engineering,  and  is  familiar  with  the  design  and  installation  of 
mechanical  and  structural  building  systems  including  heating,  ven- 
tilating, and  air  conditioning  systems. 


Lyle  R.  Mathews 
1223  W.  Granite 

Butte,  MT  59701  PEA,  EA,  TA 

Phone:  (406)  792-5598  (work)  (406)  792-8055  (home) 

Occupation:  Architect 

Firm  Name:  Aanes  & Mathews  Architects 

Experience:  He  has  designed  building  systems  for  various  types  of  structures 

during  the  past  ten  years. 
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FLORENCE 


William  P.  Spurgat 

Route  1,  Box  156L,  Teepee  Drive 

Florence,  MT  59833  PEA,  EA,  TA 

Phone:  (406) 728-5801  (work)  (406) 273-2327  (home) 

Occupation:  Electrical  engineer 

Firm  Name:  Bergoust  Engineers  & Company,  Inc. 

Experience:  During  the  past  eight  years  he  has  been  responsible  for  all  electrical 

work  on  several  commercial,  educational,  health-care,  and  in- 
dustrial buildings  throughout  Montana. 
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GREAT  FALLS 


Ray  L.  Amundson 
1827  Beech  Drive 

Great  Falls,  MT  59404  PEA,  EA,  TA* 


Phone: 
Occupation: 
Firm  Name: 


(406)  761-31 50  (work)  (406)  453-51 29  (home) 

Architect 

Amundson  Lund  and  Partners 


Experience:  He  has  been  a practicing  architect  for  the  past  twenty-two  years. 

Buildings  he  has  designed  include  residential,  commercial,  and  in- 
dustrial structures. 


Daniel  W.  Cook 
2817  10th  Ave.  South 
Great  Falls,  MT  59401 

PEA,  EA,  TA* 

Phone:  (406) 452-2981  (work) 

Occupation:  Architect 

(406)  453-2914  (home) 

Firm  Name:  Daniel  Cook  & Associates 

Experience:  He  has  six  years  of  architectural  experience  including  the  design  of 

mechanical  and  electrical  systems  for  commercial  and  Industrial 
buildings. 

Gregory  N.  Cunniff 
202  Edlund  Building 
Great  Falls,  MT  59401 

PEA,  EA,  TA 

Phone:  (406)  452-9558  (work) 

Occupation:  Mechanical  engineer 

Firm  Name:  Drapes  Engineering 

(406)  761-0606  (home) 

Experience:  He  has  eleven  years  experience  with  Drapes  Engineering  as  a 

design  engineer.  He  has  performed  energy  audits  for  numerous 
commercial  and  industrial  buildings. 
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GREAT  FALLS  (continued) 


Harold  O.  Everson 
2210  3rd  Ave.  N. 

Great  Falls,  MT  59403  PEA,  EA,  TA 


Phone:  (406)  452-9558  (work)  (406)  452-1885  (home) 


Occupation:  Mechanical  engineer 

Firm  Name:  Drapes  Engineering 

Experience:  He  has  eight  years  experience  in  professional  engineering  design  as 

a consulting  engineer.  Projects  he  has  designed  include  all  phases 
of  commercial,  industrial,  and  residential  heating,  ventilating,  and 
air  conditioning  systems. 


Robert  H.  Fox 
2020  3rd  Ave.  N. 
Great  Falls,  MT  59403 


PEA,  EA,  TA* 


Phone: 
Occupation: 
Firm  Name: 
Experience: 


(406)  453-7689  (work) 
Architect 


(406)  453-2989  (home) 


Page  Werner  & Partners 

He  has  worked  on  the  design  of  numerous  buildings  since  1961  in- 
cluding the  development  of  underground  school  facilities. 


A.  Calvin  Holland 
2826  3rd  Ave.  S. 

Great  Falls,  MT  59405  PEA,  EA,  TA* 

Phone:  (406)  761-0594  (work)  (406)452-3696  (home) 

Occupation:  Architect 

Firm  Name:  A.  Calvin  Hoiland,  Architect 

Experience:  He  has  designed  mechanical  and  electrical  systems  for  buildings 

since  1952. 
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GREAT  FALLS  (continued) 


Daniel  F.  Prill 
202  Eklund  Building 

Great  Falls,  MT  59401  PEA,  EA,  TA 

Phone:  (406)452-9558  (work)  (406)  736-5184  (home) 


Occupation: 
Firm  Name: 

Mechanical  engineer 
Drapes  Engineering 

Experience: 

He  has  seven  years  experience  with  Drapes  Engineering  as  a design 
engineer.  He  has  performed  energy  audits  on  numerous  commercial 
and  industrial  buildings. 

Tobias  T.  Stapleton 
318  Strain  Building 

Great  Falls,  MT  59403  PEA,  EA,  TA* 

Phone:  (406)452-8503  (work)  (406)  453-2986  (home) 


Occupation: 
Firm  Name: 

Architect 

Zucconi  Architects/Planners 

Experience: 

He  has  worked  as  an  architect  since  1958.  His  designs  range  from 
million  dollar  commercial  structures  to  small  residential  remodeling 
projects. 

Vincent  S.  Werner 
300  4th  St.  N. 

P.O.  Box  3005 

Great  Falls,  MT  59403  PEA,  EA,  TA* 

Phone:  (406)  453-7689  (work)  (406)  453-4985  (home) 


Occupation: 
Firm  Name: 

Architect 

Page  Werner  & Partners 

Experience: 

He  has  been  engaged  in  the  general  practice  of  architecture  since 
1948.  He  is  actively  interested  in  energy  conservation  and  alter- 
native energy  sources  and  has  been  involved  in  the  design  and  in- 
stallation of  solar  heating  systems. 
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GREAT  FALLS  (continued) 


William  R.  Zucconi 
318  Strain  Building 

Great  Falls,  MT  59403  PEA,  EA,  TA* 

Phone:  (406)452-8503  (work)  (406)452-7664  (home) 

Occupation:  Architect 

Firm  Name:  Zucconi  Architects/Planners 

Experience:  He  has  been  the  principal  architect  for  projects  throughout  Montana 

during  the  last  twenty  years.  Building  types  he  has  designed  in- 
clude residential,  commercial,  and  industrial  structures. 
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HAMILTON 


John  Boland  & Carmen  Watts 
P.O.  Box  1231 

Hamilton,  MT  59840  PEA,  EA 


Phone: 
Occupation: 
Firm  Name: 
Experience: 

(406)  363-5955 

Energy  conservation  specialists 

Community  Energy 

Community  Energy  is  a non-profit  corporation  established  to  assist 
the  public  in  the  field  of  energy  conservation  and  alternative  energy 
resources.  Services  include  energy  auditing,  alternative  energy 
systems  design  and  consulting,  energy  management  training,  and 
energy  codes  and  planning. 

James  B.  Carpita 
2281/2  Main  St. 

P.O.  Box  527 

Hamilton,  MT  59840  PEA,  EA,  TA 


Phone: 
Occupation: 
Firm  Name: 
Experience: 

(406)363-3502  (work)  (406)  961-3925  (home) 

Chemical  engineer 
Pinnacle  Engineering  Company 

He  has  nine  years  of  engineering  experience  including  manage- 
ment, design  and  construction  of  projects  in  Idaho,  Wyoming,  Mon- 
tana, Illinois,  and  Indiana. 
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HELENA 


N.  J.  Campeau 

#1  Last  Chance  Gulch,  Suite  2 

Helena,  MT  59601  PEA,  EA,  TA* 


Phone:  (406)442-3930  (work)  (406)  442-2456  (home) 

Occupation:  Architect 

Firm  Name:  Campeau  & Crennen  Architects  & Planners 


Experience:  He  has  engaged  in  architectural  practice  for  twenty-eight  years.  Re- 

cent projects  include  design  and  construction  of  solar  heating 
systems  and  earth  sheltered  building  design. 


Martin  W.  Crennen 

#1  Last  Chance  Gulch,  Suite  2 

Helena,  MT  59601 

PEA,  EA,  TA* 

Phone: 

(406) 442-3930  (work)  (406) 443-291 1 

(home) 

Occupation: 

Architect 

Firm  Name: 

Campeau  & Crennen  Architects  & Planners 

Experience: 

He  has  engaged  in  the  architectural  practice  for  fifteen  years  and 
has  experience  in  a variety  of  building  types  including  renovations 
and  retrofits. 

Marvin  E.  Holtz 
540  W.  Main 
Helena,  MT  59601 

PEA,  EA,  TA* 

Phone: 

(406)  443-3863  (work) 

(406)442-3129  (home) 

Occupation: 

Architect 

Firm  Name: 

Taylor  & Holtz,  Architects/Planners 

Experience: 

He  has  experience  in  various  areas  of  architecture  including  solar 
heating  and  cooling  design. 
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HELENA  (continued) 


Robert  J.  Karhu 

#1  Last  Chance  Gulch,  Suite  2 

Helena,  MT  59601  PEA,  EA,  TA* 


Phone:  (406)442-3930  (work)  (406)  933-5344  (home) 

Occupation:  Architect 


Firm  Name:  Campeau  & Crennen,  Architects  & Planners 

Experience:  He  has  been  a partner  in  this  architectural  firm  for  ten  years.  Ex- 

perience includes  various  building  types  and  remodeling  with  the 
State  of  Montana 


K.  Wayne  Price 
2225  Eleventh  Avenue 
Suite  17 

Helena,  MT  59601  PEA,  EA,  TA 


Phone:  (406)  442-7400 


Occupation:  Energy  management  specialist 

Firm  Name:  Henningson,  Durham  & Richardson 

Experience:  He  has  seven  years  experience  as  a mechanical  engineer.  Projects 

include  design  of  mechanical  systems  for  commercial  and  residen- 
tial systems. 


Franklin  H.  Roski 
2225  Eleventh  Avenue 
Suite  17 

Helena,  MT  59601  PEA,  EA,  TA 

Phone:  (406)  442-7400 

Occupation:  Energy  management  engineer 

Firm  Name:  Henningson,  Durham  & Richardson 

Experience:  He  has  four  years  experience  in  heating,  ventilating,  air  condition- 

ing design  and  energy  management  studies. 
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HELENA  (continued) 


K.  Don  Taylor 
540  W.  Main 

Helena,  MT  59601  PEA,  EA,  TA* 

Phone:  (406)  443-3863  (work)  (406)  443-2729  (home) 

Occupation:  Architect 

Firm  Name:  Taylor  & Holtz  Architects/Planners 

Experience:  Since  1961  he  has  designed  mechanical  and  electrical  building 

systems. 
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KALISPELL 


W.  C.  E.  Heinecke 
P.O.  Box  1095 

Kalispell,  MT  59901  PEA,  EA,  TA 


Phone: 
Occupation: 
Firm  Name: 
Experience: 


(406)  755-5075  (work)  (406)  257-2101  (home) 

Mechanical  engineer 

Brinkman  & Lenon,  Architects  and  Engineers 

He  has  been  in  charge  of  the  heating,  ventilating,  air  conditioning 
and  electrical  design  for  public,  institutional,  educational  and  com- 
mercial buildings  during  the  past  thirty-four  years. 


Thor  A.  Jackola 
P.O.  Box  1134 

Kalispell,  MT  59901  PEA,  EA,  TA 

Phone: 

(406)755-3208  (work)  (406)755-6286  (home) 

Occupation: 

Engineer 

Firm  Name: 

Jackola  Engineering  Company 

Experience: 

He  is  owner  and  chief  engineer  of  Jackola  Engineering  Company. 
This  company  is  actively  interested  in  the  energy  field  and  has 
designed  structural,  mechanical  and  electrical  systems  for  residen- 
tial, commercial,  and  industrial  buildings. 

Paul  Kane 
240  12th  St.  E. 
Kalispell,  MT  59901 

PEA,  EA  TA* 

Phone: 

(406)  257-9198  (work) 

(406)  857-3726  (home) 

Occupation: 

Architect 

Firm  Name: 

Self  employed 

Experience: 

He  has  been  involved  in  the  design  and  construction  of  heating, 
ventilating,  air  conditioning,  and  other  building  systems  since 
1972. 
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KALISPELL  (continued) 


Noel  C.  Nedved 
704  S.  Main 

Kalispell,  MT  59901  PEA,  EA,  TA 

Phone:  (406)  257-5573 

Occupation:  Civil  engineer 

Firm  Name:  Self  employed 

Experience:  He  has  designed  and  constructed  solar  heated  homes  during  the 

last  four  years. 


William  C.  Simons 
Glacier  Bldg.,  Suite  20 

Kalispell,  MT  59901  PEA,  EA,  TA* 

Phone:  (406)  755-9172  (work)  (406)  755-1019  (home) 

Occupation:  Architect 

Firm  Name:  W.  C.  Simons  & Assocs. 

Experience:  He  has  been  involved  in  total  building  design  during  the  past  twenty 

years  including  heating,  ventilating,  air  conditioning  and  other  elec- 
trical and  mechanical  systems. 
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LIVINGSTON 


William  E.  Barnhart 
Box  1380 

Livingston,  MT  59047  PEA,  EA,  TA 

Phone:  (406)  222-3447  (work)  (406)  222-2386  (home) 

Occupation:  Electrical  engineer 

Firm  Name:  Self  employed 

Experience:  He  has  eight  years  experience  designing  electrical  power  systems 

for  utility  companies  and  has  worked  as  a private  consulting 
engineer  during  the  past  year. 
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MISSOULA 


Louis  V.  Bellusci 
Route  #4 

Missoula,  MT  59801  PEA,  EA,  TA 


Phone:  (406)  728-2186 


Occupation:  Mechanical  engineer 

Firm  Name:  Louis  V.  Bellusci-Consulting  Engineer 

Experience:  He  is  principal  owner  of  Louis  V.  Bellusci-Consulting  Engineer,  a 

firm  offering  design,  planning,  development,  and  construction 
management  services.  His  work  experience  includes  the  planning, 
design,  and  construction  management  of  systems  and  facilities  in- 
corporating heating,  ventilating,  and  air  conditioning  systems. 


Donald  G.  Bergoust 
228  West  Main 
Missoula,  MT  59801 

PEA,  EA,  TA 

Phone: 

(406)  728-5801  (work) 

(406)  728-7847  (home) 

Occupation: 

Mechanical  engineer 

Firm  Name: 

Bergoust  Engineers  & Company, 

Inc. 

Experience: 

For  the  past  twelve  years  he  has  engaged  in  the  design  of  heating, 
ventilating,  and  air  conditioning  systems  for  residential,  commer- 
cial, and  industrial  buildings. 

Lawrence  E.  Bronec 
2300  Mary  Ave. 
Missoula,  MT  59801 

PEA,  EA,  TA 

Phone: 

(406)  728-5801  (work) 

(406)  728-1066  (home) 

Occupation: 

Mechanical  engineer 

Firm  Name: 

Bergoust  Engineers  & Company 

, Inc. 

Experience: 

He  is  employed  as  a heating, 
engineer  with  work  emphasis 
systems. 

ventilating,  and  cooling  design 
on  solar  heating  and  mechanical 
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MISSOULA  (continued) 


Charles  E.  Davis 
4316  12th  Ave. 

Missoula,  MT  59801  PEA,  EA,  TA 

Phone:  (406)  542-0397  (work)  (406) 549-3740  (home) 

Occupation:  Electrical  engineer 

Firm  Name:  General  Engineers,  Inc. 

Experience:  He  has  designed  electrical  systems  for  residential,  industrial,  and 

commercial  buildings.  These  systems  have  included  such  com- 
ponents as  lighting,  electric  heating,  heat  controls,  and  metering. 


James  E.  Gordon 
140  Cohosset  Drive 

Missoula,  MT  59801  PEA,  EA,  TA 

Phone:  (406)  721-5936  (work)  (406)  543-3827  (home) 

Occupation:  Mechanical  engineer 

Firm  Name:  Gordon-Prill,  Inc. 

Experience:  During  his  nineteen  years  of  engineering  practice,  he  has  designed 

mechanical  systems  for  residential,  commercial  and  industrial 
buildings  including  centralized  energy  management  systems  and 
mechanical  and  electrical  systems  to  reduce  energy. 


Raymond  L.  Prill 
2026  9th  West 

Missoula,  MT  59801  PEA,  EA,  TA 


Phone: 
Occupation: 
Firm  Name: 
Experience: 


(406)  721-5936  (work)  (406)  721-4178  (home) 

Mechanical  engineer 
Gordon-Prill,  Inc. 

He  has  been  involved  in  the  design  and  construction  of  mechanical 
systems  for  residential,  commercial  and  industrial  buildings  since 


1972. 
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MISSOULA  (continued) 


Walter  M.  Parock 
1915  34th  St. 

Missoula,  MT  59801  PEA,  EA,  TA* 

Phone:  (406) 542-0397  (work)  (406) 543-4271  (home) 

Occupation:  Electrical  engineer 

Firm  Name:  General  Engineers,  Inc. 

Experience:  He  has  designed  and  constructed  building  electrical  systems  during 

the  past  twenty-nine  years. 
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SPOKANE,  WASHINGTON 


Lowell  A.  Riley 

907  Washington  Mutual  Building 

Spokane,  WA  99021  PEA,  EA,  TA 

Phone:  (509)  747-2191  (work)  (509)  466-2432  (home) 


Occupation: 
Firm  Name: 

Mechanical  and  electrical  consulting  engineer 
Riley  Engineering,  Inc. 

Experience: 

He  has  twenty-seven  years  experience  in  all  phases  of  mechanical 
and  electrical  engineering,  including  design  and  installation  of  all 
mechanical  and  electrical  systems  in  residential  and  commercial 
buildings. 
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MONTANA 


DEPARTMENT  OF  NATURAL  RESOURCES 
& CONSERVATION 


Helena , Montana 


600  copies  of  this  public  document  were  published  at 
AN  ESTIMATED  cost  of  $1 .62  per  copy,  for  a total  cost 
of  $973.00,  which  includes  $850.00  for  printing  and 
$123.00  for  distribution. 


